Aquifer Protection District (AP) 
Overlay Map 


\ of the 

\ City of Concord, New Hampshire 
nod Adopted by the City Council on 
\ December 13, 2010 


This is to certify that adopted Aquifer Protection Map 
as set forth in Article 28-2-3(b)(4)of the Zoning 

oA Lp . Ordinance. 
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James Bouley, Mayor 
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Turtle Pond Sy 


Attest: 
Janice Bonenfant, City Clerk 


Notes: 


1. Symbols for Non-Community Protection 
Areas are not to scale. The Community Water 
Supply Systems includes protection areas for 
existing community water supply wells and 
regions for future groundwater development. 


2. This map was prepared for use by the City of Concord. 
The City makes no representations or guarantees of its 
accuracy or its suitability for use other than by the City. 
Users other than the City, do so at their own risk. 
Copyright (c) 2010 City of Concord, NH 


3. Prepared by the Planning Division: November 2010 
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Yj Community Water Systems Protection Area 


() Non-Transient Non-Community Water Systems 
Protection Area 


Transient Non-Community Water Systems 
Protection Area: 


() 75 foot radius 
() 125 foot radius 


(e) 150 foot radius 
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